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MINISTRY OF DEFENCE 

NOTIFICATION 

New Delhi, the II th December 1975 

S.R.O. 2(E). —In exercise of the powers conferred by the proviso to article 309 of 
the Constitution, the President hereby makes the following rules further to amend the 
Civilians in Defence Services (Revised Pay) Rules, 1973, namely:— 

1. (1) Tnese rules may be called the Civilians in Defence Services (Revised Pay) —fifth 
Amendment Rules 1975. 

(2) They shall be deemed to have come into force on the 1st day of January, 1973. 

2. In the Civilians in Defence Services (Revised Pay) Rules, 1973, in Part G’ of 
the First Schedule,—■ 

(i) for the heading “Section I—Class 1 Posts in the Directorate General, Ordnance 
Factories”, the heading “Section T—(A) Class 1 Po9ts in the Directorate 
General, Ordnance Factories" shall be substituted; 
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(ii) after ‘Section I-(A)’ and the entires relating thereto, the following shall be 
inserted, namely:— 

(B) Medical Posts: 


S, No. Designation of post Present scale 


Revised Scale 


2 


3 


4 


it, 

Rs. 


Rs. 


1 Deputy Assistant Director Ge¬ 

neral (Medical) 

2 Assistant Surgeons Grade I 


700-40- 1 TOO -50/2— IIOO -50—1600 

1250. 


(1) 325 —800 plus Non¬ 
practising Allowance 
at 25% and rent free 
accommodation. 

(2) 350—900 plus 33 - 1/3 

% non-practising allow¬ 
ance. 


700—40—900—EB—40— 
iioo—50—1300. 


650—30- 740—35—8x0— 
EB—35- 880— 40— 
1000—EB—40 — X20C. 


•♦Class I junior scale of Rs. 700—1300 will be given to those Assistant Surgeons Grade I 
who arc found fit for placement in the scale after screen mg by a Departmental Promotion 
Committee. Those who are not found fit, will be placed in t Class IT scale viz. Rs. 650— 
30—740—35—Sto—EB—35—880—40—xooo—EB— 40—1200. 


[No, F. 074 /CP/A/M/US-I/D (Fy-Il)/Vol. II] 
Explanatory Memorandun 

The Civilians in Defence Services (Revised Pay) Rules, 1973 were issued to implement 
the recommendations .made by the Third Pay Commission in respect of the pay-scales 
of Civilian employees in the Defence Services. These were given effect to from the 
1 st January 1973 except in respect of revision of pay or scales of pay of posts which 
were upgraded to Rs. 3,000 (fixed) or above. Government have also snee accepted 
with some modifications the Pay Scales in respect of medicial posts under the Directorate 
General of Ordnance Factories. The present amendments to the First Schedule to those 
Rules which Indicate the revised scales for those Medical posts ate accordingly being 
given effect to from the 1 st January, 1973 . 

[No. F. 074 /CF/A/M/US-I/D (Fy-Il)] 
M. M. SEN, 

Secy,, Defence Production. 
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